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Chief, Information Staff, ©IE. 1© May 1957 

THE© f Chief, Industrial Sivisicsn, ©EE 

Chief, Electrical ikuaiprorA "ranch, OHR 


In reference to ORB 111*20, the following jvyiljevitfMfcR are 
eoteittedt 

1* Wm% is the- else and composition of the labor forcet 

2* Idbat Is the vclune of output in both physical (as ajsperes of 
capacity produced) and value units? 


3* 'Evaluate the efficiency of the plant and the quality of the 
with respect to other plants, if possible, or just personal 
Lens,- Include Mmmmim of plant equipment and. qe 
labor and raw materials* 


4* What are major 
Inferior prolucts, etc. 


Shortage of labor or 'raw mie rials* 


5* Who are the eonsuaers (both doaestic and foreign) of the plant*® 
What percentage of the plant*® production does- each consumer 


6 , State the history and su&oriiaaticai (to ministry and other 
a dhaj aiatratire organizations) of toe plant* 
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